NUMBER OF CASES.....2cecceccee 
TOTAL # OF VARIABLES.......... 
FY DO) EN DSR soo. erie eiecesieiial's tere fae icasleviels 
F TO REMOVE... 2... cece ccc rcv eve 


NUMBER OF PREDICTOR 

VARIABLES ENTERED.........2.2-.- 
MULTIPLE R SQUARED............ 
STD ERROR OF EST.....2 ce ccecee 


ANALYSIS OF VARIANCE 
REGRESSION 


DEGRESS 
SUM OF 
MEAN SQ 


RESIDUAL 


DEGREES 


VAR ID# 


1 


2 


OF FREEDOM 1........ 
SQUARES... 2. cece cece 
UARE . we cece ecw ccc cece 


OF FREEDOM 2........ 


#2 
CONSTANT 


ONBFH 


1 
- 202246408 
22.7074915 


1 
1830.11511 
1830.11511 


14 

7218.82239 
515.630171 
3.54927855 


COEFFICIENT 
1.44231316 
-28.0410628 


FINAL STEP 


NUMBER OF CASES.....2cecceccee 16 
TOTAL # OF VARIABLES.......... 4 
F TO ENTER. «cc ceccsccccccccnne 2 
F TO REMOVE... .. cc cccccccccce 0 
NUMBER OF PREDICTOR 
VARIABLES ENTERED.......2eceee. 1 
MULTIPLE R SQUARED........2.220. - 202246408 
STD ERROR OF EST... 22 eee cecee 22.7074915 
ANALYSIS OF VARIANCE 
REGRESSION 
DEGRESS OF FREEDOM 1........ 1 
SUM OF SQUARES.......cceecee 1830.11511 
MEAN SQUARE... 2. eee cccccccce 1830.11511 
RESIDUAL 
DEGREES OF FREEDOM 2........ 14 
SUM OF SQUARES.......ccceeee 7218.82239 
MEAN SQUARE... 2.2 cccccccccce 515.630171 
F RATIO.‘ ccc ewe cece cc ccasnnae 3.54927855 
VAR ID# NAME COEFFICIENT 
1 2 #2 1.44231316 


CONSTANT -28.0410628 


SUMMARY TABLE 


# OF PRED VAR NAME MULT R SQUARED 
VARIABLES ID# 
1 2 #2 - 202246408 


LIST OF CORRELATIONS (ROW, COLUMN ) 


(ROW,COL) VALUE 


(1,1) 1 
(1,4) .270956316 
(2,4) .449718143 


(ROW, COL) 


VALUE 


-582122607 


(ROW,COL) VALUE 


- 320597369 
- 351567574 
- 254127632 


LIST OF MEANS AND STANDARD DEVIATIONS 


VAR VARIABLE NAME MEANS STANDARD 
ID# DEVIATIONS 
1 #1 23.4375 11.6959751 
2 #2 36.125 7.65832881 
3 #3 46.625 14.3055933 
4 DEP 24.0625 24.5614026 


w 
+ 


ODNHDUPWNE O 


CALCULATED 
41.1899689 
19.5552715 
12.3437057 
19.5552715 
20.9975846 
23.882211 

32.5360899 
19.5552715 
23.882211 

3.68982673 
38.3053426 
12.3437057 
18.1129583 
20.9975846 
36.8630294 
41.1899689 


ACTUAL 


RESIDUAL 
-26.1899689 
-3.5552715 
1.65629431 
2.4447285 
3.00241535 
-4.88221098 
-19.5360899 
-4.5552715 
-.882210977 
8.31017327 
-13.3053426 
4.65629431 
-.112958334 
-1.99758465 
-18.8630294 
73.8100311 


